AMENDMENT NO. 3 JANUARY 2018 
TO 
IS 14561: 2014 FIRE RESISTING (INSULATING) FILING 
CABINETS — SPECIFICATION 


(Second Revision) 


[Page 4, clause 11.2 (see also Amendment No. 2)| — Substitute ‘Insert the 
following new clause’ for ‘Substitute the following new clause’. 
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